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ORIGIN COME-OO 

INFO OCT-01 AF-06 ISO-OO EB-07 /014R 

DRAFTED BY COM/OED/MEPD/WHAIMES/MJJ 
APPROVED BY EB/OCA/CM/EMCKEON 
COM/OED/MEPD/CATKINS 
COM/OED/MEPD/JMSANDS, DIRECTOR 
AF/W/GMITCHELL 

001200 

P 101807Z JUL 75 

FM SECSTATE WASHDC 

TO AMEMBASSY LAGOS PRIORITY 

UNCLAS STATE 162268 

E.O. 11652: N/A 

TAGS: BEXP, NI 

SUBJECT: GAS AND REFINING PROJECTS: COMBUSTION 
ENGINEERING VISIT 

REF: A) LAGOS 6415, B) STATE 157906, C) LAGOS 5968 AND 
— D) STATE 145857 

1. CE MANAGEMENT CONTINUES TO FEEL THAT CONSULTATION WITH 
AMBASSADOR EASUM NECESSARY BEFORE ANY PRESENTATIONS MADE 
TO FMG. SINCE NOW IMPOSSIBLE FOR TEAM TO ARRIVE BEFORE 
AMBASSADOR DEPARTS FOR U.S., CE REQUESTS APPOINTMENT WITH 
AMBASSADOR AS SOON AS POSSIBLE AFTER JULY 17 AT 
AMBASSADOR'S CONVENIENCE. PLEASE ADVISE. 

2. AT THAT TIME CE WILL BRIEF AMBASSADOR ON ALL CURRENT 
ACTIVITIES IN NIGERIA AS WELL AS APPROACH ON GAS GATHERING. 

CE STILL PLANNING TEAM VISIT, AND WILL RESCHEDULE TRIP 
UPON ADVICE OF AMBASSADOR AS SOON AS FEASIBLE AFTER THEIR 
MEETING. SUGGEST EMBASSY USE OWN DISCRETION IN HANDLING 
PROBLEM PARA 2 REF A GIVEN FACT THAT CE VISIT MUST BE 
POSTPONED AT LEAST UNTIL AUGUST. INGERSOLL 
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Message Attributes 
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Capture Date: 01 JAN 1994 

Channel Indicators: n/a 
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Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 62268 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/WHAIMES/MJJ 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750238-1000 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750768/aaaacimi.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 

Review Authority: SmithRJ 

Review Comment: n/a 

Review Content Flags: 
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